132    DOCKETED ITEMS

9107310083 Ack receipt of 910624 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-369/91-11 & 50-370/91-11.Requests supplemental response to
second violation.

HERDTAR. Region 2 (Post 820201). 91/07/10. TUCKMAN.M.S. Duke Power Co.
3pp. 58588:164-58588:166.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of Mew York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107110183 Forwards "Lake Norman:1990 Summary Maint Monitoring Program,
McGuire Nuclear Station:NPDES NC0024392."

CARTER.J.S. Duke Power Co. 91/07/01. TEDDER.S.W. North Carolina, State of. 1p.
58421:144-58421:244.

-9107110188 "Lake Norman:1990 Summary Maint Monitoring Program,McGuire Nucle-
ar Station:NPDES NC0024392."

*  Duke Power Co. 91/06/30. 97pp. 58421:145-58421:244.

9107220260 Forwards monthly operating repts for June 1991 for McGuire Nuclear Sta-
tion & revised repts for May 1991 .consisting of personnel exposure info.
TUCKMAN.M.S. Duke Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 1p. 58515:205-58515:216.

-9107220262 Monthly operating repts for June 1991 for McGuire Nuclear Station.
WILLIAMS.R.A. Duke Power Co. 91/06/30. 10pp. 58515:206-58515:215.

-9107220266 Revised monthly operating rept for May 1991 for McGuire Nuclear
Station.consisting of personnel exposure info.

*  Duke Power Co. 91/05/31. 1p. 58515:216-58515:216.

S. Reportabie occurrences, LERs & related correspondence

9107220314 LER 90-013-02:on 900329,unit 1 & 2 spent fuel pool ventilation sys de-
clared inoperable.Caused  by design deficiencies.Personnel will  evaluate options
chosen & take appropriate actions to correct deficiencies.W/910717 Itr.
SIPEA, MCCONNELL.T.L Duke Power Co. 90/06/25. 10pp. 58569:055-58569:064.

9107220309 LER 91-005-01:on 910515,both trains of annulus ventilation sys were inop-
erable due to inappropriate action.Caused by mgt deficiencies & deficient
communication.No personnel injuries or radiation overexposures noted.W/910709 Itr.
SIPEA, MCCONNELUT.L Duke Power Co. 91/06/14. 9pp. 58569:041-58569:049.

9107020380 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.lnitially reported on 910620-Supplemen-
tal test instructions will be provided to all affected utils.

TRITCH.S.R. Westinghouse Electric Corp. 91/06/24. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 4pp. 58282:002-58282:005.

9107030292 LER 91-008-00:on 910514,determined that diesel generators could be ren-
dered    inoperable    under    certain    postulated    conditions.Caused    by    design
deficiency.Piping erosion measurements on drain lines will be conducted.W/910627
Itr.
SIPEA, MCCONNELUT.L Duke Power Co. 91/06/27. 8pp. 58396:156-58396:163.

V. Operator Examinations

9107300295 Forwards rept of false negative blind urine drug screen. Analysis correctly
identified marijuana but did not confirm presence of cocaine.Repeat analysis correctly
identified cocaine.Procedures implemented to prevent recurrence.
TUCKMAN.M.S. Duke Power Co. 91/07/23. Document Control Branch (Document
Control Desk). 4pp. 58605:273-58605:276.
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F. Security, medical, emergency & fire protection plans

9107020313 Forwards public version of revised EPIPs.inciuding RP/O/A/5700/01 ,RP/
0/A/5700/02tRP/0/A/5700/03,RP/O/A/5700/04,           RP/0/A/5700/05.RP/O/A/

5700/10,RP/0/A/5700/00,HP/O/B/1009/02 & SD 3.8.1.W/910627 release memo.
GRIMSLEY.D.H. Duke Power Co. 91/06/18. Document Control Branch (Document
Control Desk). 2pp. 58267:198-58267:352.

-9107020316 Public version of revised EPIPs.inciuding RP/O/A/5700/01, RP/O/A/
5700/02,RP/0/A/5700/03,RP/0/A/5700/04,RP/O/A/5700/05,         RP/O/A/5700/
10.RP/O/A/5700/OO.HP/O/B/1009/02 & SD 3.8.1.
GILBERT.G.D. Duke Power Co. 91/06/18. 157pp. 58267:200-58267:352.

9107080249   Forwards   public   version   of   rev   39   to   crisis   mgt   implementing
procedures.including rev 39 to CMIP-1,rev 28a to CMIP-2,rev 44 to CMIP-7,rev 39 to
CMIP-9 & rev 10 to CMIP-11.W/DH Grimsley 910627 release memo.
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document
Control Desk). 3pp. 58333:248-58334:295.

-9107080251 Public version of crisis mgt implementing procedures, including rev 39 to
CMIP-l.rev 28a to CMIP-2,rev 44 to CMIP-7,rev 39 to CMIP-9 & rev 10 to CMIP-11.

*  Duke Power Co. 91/06/10. 401pp. 58333:251-58334:295.

9107160063 Advises that 910501 Rev 38 to crisis mgt plan meets planning stds of
10CFR50.47(b) & requirements of app E to 10CFR50.

COLLINS.D.M. Region 2 (Post 820201). 91/06/19. TUCKMAN.M.S. Duke Power Co.
3pp. 58418:075-58418:077.

9107020149 Ack receipt of 910529 Itr.which transmits rev 6 to facility safeguards contin-
gency plan.Finds changes acceptable for inclusion into plan.

CLINE,W.E. Region 2 (Post 820201). 91/06/25. TUCKMAN.M.S. Duke Power Co. 3pp.
58346:334-58346:336,

9107220325 Advises that 910604 & 0529 to Rev 43 to plant physical security plan con-
sistent w/provisions of 10CFR50.54(p) & acceptable.

CLINE.W.E. Region 2 (Post 820201). 91/07/16. TUCKMAN.M.S. Duke Power Co. 3pp.
58518:132-58518:134.

I. Financial information

9107030224 Forwards "Duke Power Co Annual Rept 1990" & certified financial state-
ments.

TUCKMAN.M.S. Duke Power Co. 91/06/25. Document Control Branch (Document
Control Desk). 8pp. 58438:039-58438:109.

-9107030232 "Duke Power Co Annual Rept 1990."
LEE.W.S. Duke Power Co. 90/12/31. 60pp. 58438:047-58438:109.

P. Operating license stage documents & correspondence

9107050162 Forwards revised "Selected Licensee Commitment Manual Sections Con-
taining Relocated Radiological Effluent Tech Specs."

TUCKMAN.M.S. Duke Power Co. 91/06/24. Document Control Branch (Document
Control Desk). 7pp. 58388:193-58388:264.

-9107050164 Revised "Selected Licensee Commitment Manual Sections Containing
Relocated Radiological Effluent Tech Specs."

*  Duke Power Co. 91/05/31. 61pp. 58388:200-58388:264.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107090038 Forwards amends 121 & 103 to licenses NPF-09 & NPF-17 & safety
evaluation.Amends make one-time only change to enable replacement of existing 125
volt DC battery cells w/new cells.

REED.T.A. Project Directorate II-3. 91/07/01. TUCKMAN.M.S. Duke Power Co. 3pp.
58335:336-58335:353.

-9107090042 Amends 121 & 103 to licenses NPF-09 & NPF-17,respectively, permitting
one-time only change to enable replacement of existing 125 volt DC battery cells w/
new cells.
MATTHEWS.D.B. Project Directorate II-3. 91/07/01. 10pp. 58335:339-58335:348.

-9107090046 Safety evaluation supporting amends 121 & 103 to licenses NPF-09 &
NPF-17, respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411).  91/07/01. 5pp.
58335:349-58335:353.

9107150130 Forwards revised Tech Spec bases for 910411 application re annulus ven-
tilation sys & control area ventilation sys.

TUCKMAN.M.S. Duke Power Co. 91/07/03. Document Control Branch (Document
Control Desk). 2pp. 58458:228-58458:232.

-9107150206 Proposed tech specs re annulus ventilation sys & control area ventilation
sys.

*  Duke Power Co. 91/07/03. 3pp. 58458:230-58458:232.

9107160154 Discusses evaluation of QA program description & commitments submitted
on 910418.Proposed change re frequency for procedure review appears to be reduc-
tion in QA commitments.

JOHNSON.J.R. Region 2 (Post 820201). 91/07/03. TUCKMAN.M.S. Duke Power Co.
4pp. 58419:121 -58419:124.

9107170179 Summary of 910522 meeting w/representatives of plant to discuss DPC
proposal to extend on one-time basis ice weight surveillance interval.Proposal
approved.List of participants & presentation encl.

REED.T.A.   Project   Directorate   II-3.   91/07/03.   Project   Directorate   II-3.   23pp.
58456:064-58456:086.

9107150055 Forwards comments on INEL draft rept on interfacing sys LOCA risks for
nuclear power plant incorporating Westinghouse four-loop ice condenser plant type of
PWR.per 910429 Itr.

TUCKER.H.B. Duke Power Co. 91/07/05. Document Control Branch (Document Con-
trol Desk). 6pp. 58462:191-58462:196.

9107190196 Forwards summary of 910530 DPC/NRC interface meeting.Meeting atten-
dees listed in encl 1.

WIENS.L.A.   Project   Directorate   II-3.   91/07/10.   Project   Directorate  II-3,   124pp.
58463:228-58463:351.

9107220297 Informs that pressurizer surge nozzles are acceptable & meet all applicable
stress & fatigue requirements.

TUCKMAN.M.S. Duke Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 2pp. 58539:154-58539:155.

9107300276 Forwards amends 122 & 104 to licenses NPF-9 & NPF-17,
respectively.Amends revise carbon adsorber test method & methyl iodide penetration
criteria re TS 3/4.6.1.8.

REED.T.A. Project Directorate II-3. 91/07/15. TUCKMAN.M.S. Duke Power Co. 3pp.
58604:191-58604:211.

-9107300289 Amends 122 & 104 to licenses NPF-09 & NPF-17,respectively. Amends
revise carbon adsorber test method & methyl iodide penetration criteria re TS 3/
4.6,1.8.
MATHEWS.D.B. Project Directorate II-3. 91/07/15.13pp. 58604:194-58604:206.

-9107300292 Safety evaluation supporting amends 122 & 104 to licenses NPF-9 &
NPF-17,respecttvely.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/15. 5pp.
58604:207-58604:211.ated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238,
